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Acting Deputy director (AdEsiaistrat-lan) 
SUBJLCt's Testing of Security juipment 


X. reference is made to the attached letter fzxsa the Assistant 
Administrator, General Services -dainistratlon, re^eetin^ tb« 
transfer of S2$00 to the national Bureau of Standards tohelp 

UsOng aecurity equips* 

facturers in accordance with specifications developed by the 
Federal Comalttee on Security Equipment. 

2. The Federal Committee on Security Lquifoent wM eetab- 
liehed approximately a year ago to evaluate and eatablieh govern- 
sent wide' standards for security filing equipment. C °"“ i 

consists of representatives of the General Services **^*^J* * 

Atomic iaorgy Coaelaaion, Department of State, Department of - ray, 

Bevy and Air Force ant this geney. 

i luce its inception the Ccmni t tee has studied various types 
of safekeeping equipment and recently submitted to a&aufact^era 
standard specifications designed to afford ffiaxira ^^tioa 
against ur^cthoriaei forcible entry, as *ell as fire and Usaater. 

k. In view of the slolishaent of the Physical Security 
Lquipmont Agency, which would maaally coaiuct the necoesary tosti:ic 
and evaluation of such equipment# it was necessary to ruajos ad hoc 
SrJSSS* or the t^ST* •t'dpw* ft»U».ed by namTactureru 
in Sordanco with the specifications. This was acca^hed oy 
tl» loaning of safe technician* from several agencies, 

CIA, to the Bureau of btandardb. for a short period to aid in the 
testing' and evaluation. 

Inasmuch as the testing of this equipment will be a 
continuing natter, more ^manant arrangements are necessary, and, 
in this connection, the Commit tee has negotiated uor ate t ® 8t ^ n€ , a . 
to be accas^lished during Fiscal fear 15>55 by the nore™ 

Ihls, however, wiU necessitate the payment to the bureau of ^ndards 
of the sun of 117,500 to help defray coets.and during a recent neetia^ 
it was determined that thla could beat be accomplished by each 
interested .Agency contributing the sum of ^500. 

Fiscal fear 19$6 t the General Services administration has initc. - 
that It will request the necessary funds to reimburse tie bureau 

of Standards * 

a In view of the fact that the matter of secure safekeeping 
equip ent is of extreme importance to this Agency, as ** to 
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other sens! tire government agencies, it is believed that the 
development of safekeeping equip* tit in accordance with government 
side specifications will not only decrease the individual cost 
of such equipment but will materially benefit this Agency and the 
National Defense. 

7. It is, therefore, xecowaended that approval be granted 
for the transfer of the sum of $2$00 of Agency funds to the National 
Bureau of Standards to help defray the expense of testing safekeeping 
equipment furnished by manufacturers in accordance with the 
specifications established by the Federal Coasaittee on Security 
Equipment* 


25X1A 

Acting Director of Security 
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